IE - Research Centers

The level of HEW obligations to nonprofit research institutes, operating
foundations and Federally Funded Research and Development Centers (FFRDCfs)
increased fairly uniformly at an annual average of 15 percent between FY 1969
and FY 1977 (Figure 1-8). This upward course represented a 211 percent increase
over the eight years, culminating in $268 million in support in FY 1977. The
eight-year increase is reduced to a much less dramatic 84 percent when expressed
in constant dollars.
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